
FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animaf 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 

j surgery but not yi 

used for such 

1 purposes. 

1 

1 

C. Number of 
animals upon 
which teazling, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teachir>g, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teat^ing, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, ortranquNiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, expenments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repon 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

8 

95 

i 

-0- 

1 

95 

5. Cats 

-0- 

-0- 




6. Guinea Pigs 

16 

369 

-0- 


369 

7. Hamsters 

-0- 

2 

-0- 


2 

8. Rabbits 

7 

60 

15 

-0- 

- ■ • 

75 

9- Non-human Primates 

-0- 


-0- 

— 0 "■ 

-0- 

10. Sheep 

-0- 

112 

354 

-0- 

466 

11. Pigs 

-0- 

-0- 

-0- 

-0- 


12, Other Farm Animals 


-0- 

-0- 

-0- 

-0- 





1 

13. Other Animals 


I 

i 

i 

f 


Deer Mouse 


41 

-0- 

-0- 

41 

Kangaroo Mouse 

-0- 

24 

-0- 

^0- i 

24 

Pocket Mouse 

-0- 

439 

-0- 

i 

439 


I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principa; investigator has considered alternatives to painful procedures. 

3) This facility is adhering tc the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the phnoipal investigator and ap^ 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vererinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adeouacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
( Chief ExecLftive Officer or Legally Responsible Institutional Official ) 


(Replaces VS^^RM 18-23 (OCT 881. wh-cn is obsolete,) 


NAME & title of C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


II If.: i 


IRM 7023 
3 91 ) 
























































This rtiporl is required by law (7 USC 2143). Failure to report according lo the regulaiions can 
result in an order to cease and desist and to be subject to penalties as provided lor in Section 2150 


See reverse side for 

additional inlorniation 


Interagency Report CoiUrol No 
0180‘DOA-AN 





A. 

Animals Covered 

By The Anirnaf 

Weilare Regulations 

B. Number of 
animals being 
brod. 

conditioned, or 
held tor use in 
teaching, testing, 
tixperiments. 
research, or 

C Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of paiiv 
relieving drugs- 

D Number of animals upon 
which experiToenls, 
leaching, research, 
surgery, or lesis were 
conducted involving 
accompanying pain or 
distress to tfie animals 
and for which appropriate 
anesthetic, analgesic, or 
)rdnqui)i 2 ing drugs were 
used 

g. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accampanying pain or distress 
to the animals and for which ifie use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely aflected the procedures, results, or 
interpretation ot the teaching, research, 
experiments, surgery, or tests (An axpfana/ion of 
the prcicodures producing pain or distress in these 
anifnafs and ihe reasons such drugs were not used 
must be attached to this reporf>. 

F 

total no. 

OF animals 

(Cols. C + 

D + E) 

12 &/'OR 13. Other 
(L/s/ by spBc/es) 

surgery but not 
yel used tor such 
purposes. 

Cactus Mouse 

-0- 

113 

-0- 

-0- 

113 

House Mouse 

-0- 

6 

-0- 

-0- 

6 

Grasshopper Mouse 


4 

-0- 


4 

Brush Mouse 


1 


^0- 

rH 

Merriam's Mouse 


5 

-0- 

-0- 

5 

Harvest Mouse 

-0- 

3 

-0- 

-0- 

3 

Kangaroo Rat 


1,114 


-0- 

1,114 

Cotton Rat 


2 

-0- 

-0- 

2 

Wood Rat 


23 

-0- 


23 

Ground Squirrel 

-0- 

17 


-0" 

17 

Antelope Squirrel 

-0- 

12 

-0" 

-0- 

12 

Chipmunk 

-0- 

1 

-0- 

-0- 

1 

Gopher 

-0- 

2 

-0- 

-0- 

2 

Bat 

-0" 

7 

-0- 

-0- 

7 



1 ) Professionally acceptable standards governing the care, treatment, and use ol animalS: including approrjaie use of aneslhetic. analgesic, and iranquiUzmg drugs, prior to, during, 
and lollovririg actual research, teaching, testing, surgery, or experimentation were lollowed by this research iacility 

2) . Each principal investigator has considered alternatives to painlul procedures. 

3) . This facility is adhering to the standards and regulations undei the Act, and it has required that exceptions to the standards and regulations be spneilied and explained by the 

principal investigator and approved by Ihe institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In 
addition to identifying the lACUC-approved excepljons, this summary includes a brief explanation of the exceptions, as well as the species arid number of animals affected. 

4) . The attending veterinarian tor this research facility has appropriate authority tc ensure the provision ol adequate veterinary care and lo oversee the adequacy ol other aspects of 

animal care ar;d use. 


CERTIFICATION BY HEADQUARTES RESEARCH FACIUTY OFFICIAL 
(Chief Execuli VC Officer or Legally Kesponsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


SlGNA'P’'*^ nr: r p n np ikKTiTnTiniaAi np^miAi 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL jTyoe or FnntJ 


DATE SIGNED 
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All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Attachment 1 

University and Community College System of Nevada 
2601 Enterprise Road, Reno, NV 89512 
Registered Research Facility No. 88-R-OOl; Cust. ID: 1037 

Names and Locations of Animal Use Sites 


University of Nevada, Reno 
1664 N. Virginia St. 

Reno, Nevada 89557 

Contact Person: 


Site: 
Status : 


(County; Washoe] 



001 

Active 


Central Animal Facility 
Nellor Biomedical Sciences Building 
[Previously known as DMedical School 
Facilities) 


Site : 
Status : 


002 

Active 


Biology Facility 


Site : 
Status : 

Site : 
Status : 


003 

Deleted 

004 

Active 


Nevada Agricultural Experiment 
Station 


Site : 
Status : 


005 

Deleted 


University of Nevada, Las Vegas 
4505 Maryland Parkway 
Las Vegas, Nevada 89154 


Contact Person; 


Alternate Contact; 


Site ; 
Status ; 

Site ; 
Status : 


001 

Active 


[County: Clark) 



Central Animal Facility 
White Life Sciences Building 


002 Museum of Natural History 

Inactive 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


The institutions listed below are components of the University and 
Community College System of Nevada and are included in the system' s 
registration; however, there currently are no research or teaching 
activities at these institutions involving animals covered by the 
Animal Welfare Act and its implementing reoula^on^^^^Th^^contact 
person these is 

Director, Laboratory Animal Medicine for theSystem^^^^^^^^^^^^^^H 

Community College of Southern Nevada 
3200 E, Cheyenne Avenue 

Las Vegas, Nevada 89030 [County: Clark] 

(campuses also in North Las Vegas 

and Henderson) [County: Clark] 

Great Basin College 
1500 College Parkway 

Elko, Nevada [County: Elko] 


Truckee Meadows Community College 
7000 Dandini Blvd. 

Reno, Nevada 89513 [County: Washoe] 

Western Nevada Community College 
2201 W. Nye Lane 

Carson City, Nevada 89703 [County: Carson City] 

(campuses also in Fallon, Hawthorne, and Yerington, Nevada 
[Counties: Churchill, Mineral, and Lyon, respectively]) 


Desert Research Institute 
7010 Dandini Blvd. 

Reno, Nevada 89512 [County: Washoe] 


(campus also in Las Vegas 


[County: Clark] ) 



Attachment 2 


University and Community College System of Nevada 
2601 Enterprise Road, Reno, NV 89512 
Registered Research Facility No. 88-R-OOl; Cust. ID: 1037 

Summary of Exceptions to the Regulations and Standard 

None requested and none approved during the reporting year, i.e., 
FY02 


Ttiis report is required by law (7 USC 2143). Failure to report acconling to the regulations can 
result in an c^er to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side ft)r 
additional information. 


Interagency Report Control No 
0180-DOA>AN 


1. REGISTRATION NO. CUSTOMER NO. 

88-R>0003 13006 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Hame and Address, as registered with USDA, I 

1 indude Zip Code) 


WESTERN VETERINARY CONFERENCE 

2425 EAST OQUENDO RD 

LAS VEGAS. NV 89120 



sheets if necessary.) 


LAS VEGAS. NV 89120 



FACILITY LOCATIONSfsdes) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY 


A. 


Animals Covered 
By The Animal 
Welfere Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


ASSURANCE STATEMENTS 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, cfistress, or 
use of pain> 
relieving drugs. 


(Attach additional sheets if necessary 


D. Number of animals upon I E. 

which experiments, ' 

teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


or use APHIS FORM 7023A ) 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research. 
ejqMriments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
anm^s and the reasons such drugs were not used 
mu^ be attached to this repo/p 


TOTAL NO. 
OF ANIMALS 

(Cot9.C* 

D*E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and foltowing actual research, teaching, testing, surgery, or experimentation were followed by this researdi facility. 

2) Each principal investigator has considered alternatives to painful prooedires. 

3) This facility Is adhering to the standards and regulations under the Act, aiKi it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the excoptiorts la attachad to this armiial raporl In 
addition to identi^ng the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals Reeled. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

t certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type tx Print) 

DATE SIGNED 

11/25/2002 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FOfUk1 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 

























